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PUBLIC  HEALTH  ADVISORY  AND  APPEAL  BOARD 
Chairman 

Frank  H.  Wilkinson  (Sangudo) 

Appointed  chairman  in  September  1 992,  Mr.  Wilkinson  is  involved  in  the 
agricultural  sector  as  a  small  farmer.  A  former  business  manager,  public 
relations  representative  and  extension  specialist  with  a  large  grain  handling 
organization  for  33  years.  A  former  county  councillor,  board  of  education 
trustee  and  health  unit  chairman. 

Vice  Chairman 

Sid  R.  Wallace  (Calgary) 

Appointed  vice  chairman  January  1 993.  Mr.  Wallace  is  a  former  member  of 
the  Royal  Canadian  Navy  (Medical  Service),  later  Canadian  Forces  Medical 
Service.  Terminal  appointment  before  taking  early  retirement,  was  on  the 
staff  of  the  Surgeon  General  in  the  Directorate  of  Preventive  Medicine. 
Following  release  from  the  C.A.F.,  he  was  appointed  to  the  Faculty  of 
Medicine,  The  University  of  Calgary,  as  the  Assistant  to  the  Dean 
(Administration).  He  is  past  president  of  the  Alberta  Council  on  Aging,  and 
past  Provincial  Commissioner  of  the  St.  John  Ambulance  Association. 
Inactive  membership  status  as  C.S.I.  (C),  and  R.S.  Retired  member 
CCHSE.  Retired  from  PHAAB  February  1998. 

Member 

Karen  Egge  (Woking) 

Ms.  Egge  is  a  workshop  trainer  consultant  and  partner  in  a  mixed  farm 
operation  in  Northern  Alberta.  She  has  provided  extensive  community 
service  through  school  trusteeship  and  College  Board  leadership. 

Member 

Jean  Fisher  (Calgary) 

Ms.  Fisher  has  a  background  in  secretarial  work  and  physical  education  and 
has  volunteered  extensively  for  church  and  community  organizations.  A 
former  library  trustee,  she  is  a  member  of  the  Calgary  Women's  Literary 
Club,  as  well  as  the  Alumni  Association  of  The  University  of  Calgary. 


Member 

Maureen  Gagnon  (Calgary) 

Ms.  Gagnon  is  director  and  secretary  treasurer  of  Joli  Fou  Petroleums  Ltd.,  a 
private  oil  &  gas  exploration  and  production  company.  Her  professional 
background  is  in  both  nursing  education  and  real  estate.  She  is  a  volunteer 
for  various  community  organizations,  including  past  director  of  the 
Victorian  Order  of  Nurses  (Calgary),  and  former  vice  president  of 
development  for  the  Alberta  Synchronized  Swimming  Association. 
Presently,  she  is  a  board  member  with  the  Carewest  Foundation. 

Member 

Marvie  Kenny  (Oyen) 

Ms.  Kenny  is  a  dental  hygienist  and  partner  on  a  grain  farming  operation. 
She  is  a  volunteer  for  various  community  organizations. 

Member 

Dr.  M.  Jeanette  MacQuarrie  (Calgary) 

Dr.  MacQuarrie  is  a  clinical  assistant  professor,  International  Travel  and 
Immunization  Clinic  with  the  Department  of  Community  Health  Sciences  at 
The  University  of  Calgary.  She  was  formerly  chief  executive  officer  and 
medical  officer  of  the  Alberta  East  Central  Health  Unit. 

Member 

Hilton  R.  Pharis  (Lundbreck) 

Appointed  vice  chairman  July  1998.  Mr.  Pharis  is  a  cattle  rancher  and  past 
chairman  of  the  Oldman  River  Dam  Environmental  Advisory  Committee. 
He  was  elected  to  the  council  of  Municipal  District  of  Pincher  Creek  from 
1961  to  1989,  and  is  past  chairman  of  the  Oldman  River  Regional  Planning 
Commission  and  Health  Unit  Association  of  Alberta. 


Secretariat  Coordinator  -  Helen  Rosenberg  -  Retired  December  1998 
Administrative  Assistant/Appeal  Coordinator-  Margaret  Niehaus 


History 


Mandate 


The  Public  Health  Advisory  and  Appeal 
Board  (PHAAB)  was  formed  on  July  31. 
1985.  (under  Section  2  of  the  Public  Health 
Act,  Chapter,  P.27.1  Statutes  of  Alberta 
1984).  and  replaced  the  Provincial  Board  of 
Health,  which  had  its  origins  in  Alberta's  first 
Public  Health  Act  (1909). 

The  purpose  of  the  Provincial  Board  of 
Health,  as  stated  in  the  1908  Act.  was  "...to 
take  cognizance  of  the  interests  of  health  and 
life,  among  the  people  of  the  province."  It 
had  appeal  and  advisory  functions  and  used 
its  powers  broadly  for  the  protection  and 
improvement  of  health  and  prevention  of 
disease.  The  board  was  made  up  mostly  of 
government  officials  from  various  provincial 
government  departments  having  concerns 
about  health  issues. 


As  stated  in  Section  3  of  the  Public  Health 
Act,  PHAAB  is: 

a)  to  advise  the  Minister  of  Health  on 
matters  pertaining  to  the  public 
health; 

b)  to  make  investigations  or  inquiries 
into,  to  collect  information  relating  to. 
or  to  conduct  research  into,  any  matter 
relating  to  public  health  and  make  its 
report  in  the  manner  and  at  the  time 
specified  by  the  Minister  of  Health; 

c)  on  the  request  of  the  Lieutenant- 
Governor  in  Council,  to  hold  public 
hearings  for  the  purpose  of  receiving 
submissions  on  matters  pertaining  to 
public  health  and  make  its  report  to 
the  Minister  of  Health;  and 

d)  to  hear  appeals,  pursuant  to  Section  4 
of  the  Public  Health  Act. 

To  carry  out  this  mandate,  PHAAB 
comprises  eight  members  with  varied 
professional  backgrounds  who  represent  all 
parts  of  the  province. 
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Locations  of  Hearin 


Vegreville 

December  8,  1997 


Edmonton 

September  19,  1997 
December  15,  1997 
February  5,  1998 
March  12,  1998 
April  16,  1998 
May  26,  1998 
May  27,  1998 
July  3,  1998 


Three  Hills 

April  2,  1998' 


Canmore 

March  16,  1998 


Advisory  Activities 

Under  Section  3  of  the  Public  Health  Act, 
PHAAB  has  an  advisory  role  on  matters 
pertaining  to  public  health. 

The  Board  undertook  two  advisory  functions 
during  their  report. 

Possible  Amendments  to  the  Institutions 
Regulations  under  the  Public  Health  Act 

As  part  of  the  Regulatory  Reform  Process, 
the  Board  was  asked  to  consider  the  existing 
Institutions  Regulations  under  the  Public 
Health  Act,  and  to  provide  its  advice  from  a 
public  health  perspective. 

The  Board  provided  a  written  response  to 
Alberta  Health  with  its  recommendations. 
The  Board  reviewed  the  existing  Institutions 
Regulations,  and  identified  certain  problems. 
The  board  also  reviewed  the  Social  Care 
Facilities  Licensing  Act  and  the  Social  Care 
Facilities  Review  Committee  Act,  and 
considered  that  legislation  in  the  context  of 
the  Public  Health  Act.  The  Board  concluded 
by  making  recommendations  to  the 
Department  aimed  at  minimizing  inter- 
jurisdictional regulatory  overlap,  while 
recognizing  the  paramountcy  of  the  Public 
Health  Act. 

The  Concerns  Resolution  Process  Policy 
Framework 

The  Board  was  asked  by  Alberta  Health  to 
provide  advice  and  comments  on  the 
proposed  Concerns  Resolution  Process  Policy 
Framework  being  developed  by  Alberta 
Health.  The  Board  provided  a  written  report 


to  Alberta  Health  commenting  and  advising 
on  the  following  areas: 

•  Principles    identified    in    that  policy- 
framework; 

•  The  assumptions  stated  in  that  policy 
framework; 

•  Process  standards; 

•  The  Ombudsman's  role;  and 

•  Other  points  which  the  Board  wished  to 
draw  to  the  attention  of  Alberta  Health. 

Appeal  Activities  and  Summaries 

As  defined  in  Section  4  of  the  Public  Health 
Act,  PHAAB  hears  appeals  and  may  confirm, 
reverse  or  vary  the  decisions  made  by 
regional  health  authorities.  PHAAB  is 
obliged  to  give  written  notice  of  its  decisions 
to  the  appellant  and  the  regional  health 
authority. 

PHAAB  is  subject  to  the  general  rules  of 
administrative  law  and  natural  justice  as  they 
apply  to  quasi-judicial  tribunals.  To  that  end, 
it  has  retained  Donald  R.  Cranston,  Q.C.,  of 
the  law  firm  Bennett  Jones,  to  provide 
independent  legal  advice. 
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Appeal  Activities  and  Summaries 

The  following  is  a  summary  of  all  the  appeals  or  applications  that  were  received  and/or  heard  by 
PHAAB  from  August  1.  1997  to  July  31,  1998: 


Decision  No.  Subject/Decision  Parties  Involved 


04/97  Appeal  of  an  Order  of  an   Capital  Health  Authority  and 

Executive  Officer  of  Capital  Paul  Kadar  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act,  declaring  the 
housing  premise  unfit  for 
human  habitation. 

Hearing  held  September  19,  1997    PHAAB  upheld  the  Order  issued  by  the  Executive  Officer  of 

the  Capital  Health  Authority.  Mr.  Kadar  must  not  allow 
occupants  in  the  housing  premises  until  those  premises  are 
made  fit  for  human  habitation. 


05/97  Appeal  of  an  Order  of  an   East  Central  Regional  Health 

Executive  Officer  of  East  Authority  and 
Central  Regional  Health  Valerie  Morrow  of  Vegreville 
Authority  under  Section  72 
of  the  Public  Health  Act, 
declaring  the  housing 
premise  unfit  for  human 
habitation. 

Hearing  held  December  8,  1997      PHAAB  upheld  the  Order  issued  by  the  Executive  Officer  of 

the  East  Central  Regional  Health  Authority.  Ms.  Morrow  must 
not  allow  occupants  in  these  premises  until  the  conditions 
identified  in  the  Order  have  been  rectified  to  the  satisfaction  of 
an  Executive  Officer  of  the  Regional  Health  Authority. 
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Decision  No. 


Subject/Decision 


Parties  Involved 


06/97  Appeal  of  an  Order  of  an    Capital  Health  Authority  and 

Executive  Officer  of  Capital  Peter  Haggerty  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act,  declaring  the 
housing  premise  unfit  for 
human  habitation. 

Hearing  held  December  15.  1997     PHAAB  found  that  the  Order  issued  by  the  Executive  Officer  at 

the  time  was  appropriate.  Since  that  time  however,  there  had 
been  a  change  of  ownership,  and  work  done.  In  the 
circumstances,  the  Board  varied  the  Order  of  the  Exectutive 
Officer  to  allow  an  additional  period  of  time  to  rectify  the 
existing  conditions  to  the  satisfaction  of  an  Executive  Officer  of 
the  Regional  Health  Authority. 


01/98  Appeal    of  a   decision   to    Capital  Health  Authority  and 

cancel  a  food  establishment   Al  Karosas  of  Ardrossan 
permit     under    the  Food 
Regulation.  The  Appellant  is 
both    a    secondary  meat 
processing  plant  and  abattoir. 

Hearing  held  February  5 ,  1998       PHAAB  upheld  the  decision  of  the  Regional  Health  Authority 

to  cancel  the  food  establishment  permit.  The  Appellant  agreed 
at  the  Hearing  that  the  unsatisfactory  conditions  existed,  but 
have  since  been  rectified,  and  that  he  should  now  be  entitled  to 
a  permit.  The  Board  noted  that  the  Appellant  has  a  right  to 
apply  for  a  permit,  and  that  if  he  meets  the  Capital  Health 
Authority's  requirements,  he  will  be  entitled  to  a  new  permit. 
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Decision  No. 


Subject/Decision 


Parties  Involved 


02/98  Appeal  of  a  decision  of  the   Headwaters  Health  Authority 

Waiver  Committee  of  the    and  Genevieve  Bellah  of 
Headwaters  Health  Authority  Canmore 
to  deny  an  application  for  a 
waiver  of  Section  56(1  )(a)  of 
the       Food  Regulation, 
requiring  a  three 

compartment      sink  for 
sanitation  purposes. 

Hearing  held  March  16,  1998         PHAAB  reversed  the  decision  of  the  Waiver  Committee  of  the 

Headwaters  Health  Authority.  It  found  that  the  application  of 
that  section  in  the  Regulation  in  this  case  would  cause  a 
hardship  for  the  Appellant.  The  Board  also  found  that  there  was 
an  adequate  degree  of  protection  of  the  public  health  maintained 
with  the  alternative  sanitization  processes  in  place.  It  was  noted 
that  if  there  was  any  expansion  into  other  product  lines,  a  three 
compartment  sink  may  well  be  necessary.  The  Board's  decision 
was  on  the  express  term  that  the  waiver  applied  only  to  the 
current  baking,  chocolates  and  salsa  production. 


03/98  Appeal    of    an    Executive    Capital  Health  Authority  and 

Officer's  Order  of  Capital  Samuel  Doz  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act,  declaring  the 
housing  premise  unfit  for 
human  habitation. 

Hearing  held  May  26,  1998 
concurrent  with  Appeal  No.  06/98 


PHAAB  upheld  the  Order  issued  by  the  Executive  Officer  of 
the  Capital  Health  Authority.  The  Appellant  asked  for 
additional  time  to  rectify  the  deficiencies  identified  in  the 
Order.  The  Board  did  not  consider  it  appropriate,  from  a  public 
health  perspective,  to  extend  that  time  period. 


Decision  No. 


Subject/Decision 


Parties  Involved 


04/98  Appeal  of  an  Order  of  an    Capital  Health  Authority  and 

Executive  Officer  of  Capital  J.R.  Lakusta  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act.  requiring  the 
owner  to  repair  a  number  of 
conditions  by  specified  dates. 

Hearing  held  March  12,  1998         PHAAB  upheld  the  Order  issued  by  the  Executive  Officer  of 

the  Capital  Health  Authority.  The  Appellant  argued  that  free 
market  conditions  need  to  be  taken  into  account.  The  Board 
noted  that  as  part  of  a  free  market  society,  minimum  health 
standards  are  required  to  be  met  by  those  persons  who  chose  to 
be  in  the  business  of  renting  premises  to  others. 


Appeal  of  an  Order  of  an    Health  Authority  5  and 

Executive  Officer  of  Health   Betty  Hare  of  Rumsey 

Authority  5  under  Section  72 

of  the  Public  Health  Act. 

concerning  effluent  overflow 

from    a   septic    tank  onto 

public  property. 

PHAAB  upheld  the  Order  issued  by  the  Executive  Officer  of 
the  Health  Authority  5.  The  Board  observed  that  because  the 
sewage  disposal  system  problems  in  the  Hamlet  of  Rumsey  are 
unsatisfactory  and  pose  certain  public  health  risks,  it  is 
important  for  this  municipal  district  to  find  a  solution  to  the 
sewage  disposal  system. 


06/98  Appeal  of  an  Order  of  an    Capital  Health  Authority  and 

Executive  Officer  of  Capital  Samuel  Doz  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act.  declaring  the 
housing  premise  unfit  for 
human  habitation. 

PHAAB  upheld  the  Order  issued  by  the  Executive  Officer  of 
Capital  Health  Authority.  Mr.  Doz  may  not  permit  occupancy 
of  this  suite  until  the  deficiencies  are  rectified  to  the  satisfaction 
of  an  Executive  Officer  of  the  Capital  Health  Authority. 


05/98 


Hearing  held  April  2,  1998 


Hearing  held  May  26,  1998 
concurrent  with  Appeal  No.  03/98 
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Decision  No. 


Subject/Decision 


Parties  Involved 


07/98  Appeal  of  an  Order  of  an    Capital  Health  Authority  and 

Executive  Officer  of  Capital  Mel  Gee  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act,  declaring  the 
housing  premise  unfit  for 
human  habitation. 

Hearing  held  April  16,  J  998  PHAAB  upheld  the  Order  issued  by  the  Executive  Officer  of 

the  Capital  Health  Authority.  The  Board  noted  that  if  Mr.  Gee 
wished  to  rent  the  basement  suite,  he  must  repair  the 
deficiencies  identified  in  the  Order,  and  have  that  repair  work 
approved  by  an  Executive  Officer  of  the  Capital  Health 
Authority  before  occupancy. 


08/98  Appeal    of  Environmental 

Health  Inspection  Reports  of 
an  Environmental  Officer  of 
Capital  Health  Authority. 

As  there  was  no  Order  issued,  this  appeal  was  not  properly 
filed.  Thus  the  appellant  withdrew  his  appeal. 


09/98  Appeal  of  an  Order  of  an   Capital  Health  Authority  and 

Executive  Officer  of  Capital  Don  Wirblich  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act,  declaring  the 
housing  premise  unfit  for 
human  habitation. 

An  extension  of  time  was  granted  to  repair  the  deficiencies. 
The  premises  were  inspected  and  the  Executive  Officer 
rescinded  the  Order.  After  the  Notice  of  Appeal  was  filed, 
further  discussions  occurred  between  the  Capital  Health 
Authority  and  the  Appellant,  resulting  in  the  Executive  Officer 
of  the  Capital  Health  Authority  rescinding  his  Order.  The 
Appellant  then  withdrew  his  appeal. 


Capital  Health  Authority  and 
Samuel  Doz  of  Edmonton 
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Decision  No. 


Subject/Decision 


Parties  Involved 


1 0/98  Appeal  of  an  Order  of  an    Capital  Health  Authority  and 

Executive  Officer  of  Capital  Debbra  Dejong  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act,  declaring  the 
housing  premise  unfit  for 
human  habitation. 

An  extension  of  time  was  granted  to  repair  the  deficiencies. 
The  premises  were  inspected  and  the  Executive  Officer 
rescinded  the  Order.  After  the  Notice  of  Appeal  was  filed, 
further  discussions  occurred  between  the  Capital  Health 
Authority  and  the  Appellant,  resulting  in  the  Executive  Officer 
of  the  Capital  Health  Authority  rescinding  his  Order.  The 
Appellant  then  withdrew  her  appeal. 


11/98  Appeal  of  an  Order  of  an   Capital  Health  Authority  and 

Executive  Officer  of  Capital  Samuel  Doz  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act,  declaring  the 
housing  premise  unfit  for 
human  habitation. 

The  appellant  informed  the  Board  that  he  had  sold  this  building, 
and  accordingly  withdrew  his  appeal. 


Appeal  of  an  Order  of  an    Capital  Health  Authority  and 

Executive  Officer  of  Capital    Colin  Frank  of  Edmonton 

Health     Authority  under 

Section   72  of  the  Public 

Health   Act.   requiring  the 

tenant         to  remove 

accumulated  materials  from 

the  suite,  clean  and  sanitize 

the  floors,  walls  and  fixtures 

by  a  certain  date. 

PHAAB  upheld  the  Order  issued  by  the  Executive  Officer  of 
the  Capital  Health  Authority.  The  Board  commended  the 
Executive  Officer  for  sensitivity  in  attempting  to  find  a 
constructive  solution  for  this  tenant. 


12/98 


Hearing  held  May  2  7,  1 998 


n 


Decision  No. 

Parties  Involved 

13/98 

Calgary  Regional  Health  Authority  and  Brian  Ward  of  Calgary- 

14/98 

Calgary  Regional  Health  Authority  and  Mark  L.  Sonnenberg  of  Calgary 

15/98 

Calgary  Regional  Health  Authority  and  Ariole  Hailley  of  Calgary 

16/98 

Calgary  Regional  Health  Authority  and  Fay  Ash  of  Calgary 

17/98 

Calgary  Regional  Health  Authority  and  Leslie  Reeves  of  Calgary 

18/98 

Calgary  Regional  Health  Authority  and  Kathy  Otjes  of  Calgary 

19/98 

Calgary  Regional  Health  Authority  and  Marshall  Harvey  of  Calgary 

20/98 

Calgary  Regional  Health  Authority  and  Don  Andrews  of  Calgary 

21/98 

Calgary  Regional  Health  Authority  and  William  J.  Brookes  of  Calgary 

22/98 

Calgary  Regional  Health  Authority  and  Elke  M.  Babiuk  of  Calgary 

23/98 

Calgary  Regional  Health  Authority  and  Enid  D.  Quintin  of  Calgary 

24/98 

Calgary  Regional  Health  Authority  and  George  W.  F.  Carsted  of  Calgary 

25/98 

Calgary  Regional  Health  Authority  and  Helen  E.  Carsted  of  Calgary 

26/98 

Calgary  Regional  Health  Authority  and  Adele  M.  Greasley  of  Calgary 

27/98 

Calgary  Regional  Health  Authority  and  Edwyn  Eric  Petersen  of  Calgary 

28/98 

Calgary  Regional  Health  Authority  and  Jodie  Nykiel  of  Calgary 

29/98 

Calgary  Regional  Health  Authority  and  Stanley  C.  Nykiel  of  Calgary 

30/98 

Calgary  Regional  Health  Authority  and  Edith  Nykiel  of  Calgary 

31/98 

Calgary  Regional  Health  Authority  and  Colleen  Cran  of  Calgary 

33/98 

Calgary  Regional  Health  Authority  and  Dr.  Sonja  Hagemann  of  Calgary 

34/98 

Calgary  Regional  Health  Authority  and  Janet  Hammond  of  Calgary 

35/98 

Calgary  Regional  Health  Authority  and  Claudia  Bosch  of  Calgary 

36/98 

Calgary  Regional  Health  Authority  and  Jorg  D.  Ostrowski  of  Calgary 

37/98 

Calgary  Regional  Health  Authority  and  Elvira  V.  Ostrowski  of  Calgary 

38/98 

Calgary  Regional  Health  Authority  and  Sharon  Thomas  of  Calgary 

Appeals  13/98  -  31/98  and  33/98  -  38/98  inclusive  are  appeals  relating  to  a  decision  of  the 
Calgary  Regional  Health  Authority  regarding  fluoridation  of  water  in  Calgary.  The  Board 
advised  the  appellants  that  Section  4  of  the  Public  Health  Act  defines  those  decisions  which  may- 
be appealed  to  this  Board.  There  are  three  groups  of  decisions  which  are  appealable.  The  Public 
Health  Act  does  not  allow  this  Board  to  hear  any  appeals  outside  of  those  categories.  The  three 
categories  are: 

1 .  Orders  issued  under  Section  72; 

2.  Decisions  to  issue,  cancel,  suspend  or  refuse  to  issue  a  license,  permit  or  other  approval 
provided  for  under  the  regulations;  and 

3.  Any  other  decision  in  respect  of  which  an  appeal  to  this  Board  is  permitted  under  the 
regulations. 

The  Board  advised  the  appellants  that  the  decision  of  the  Calgary  Regional  Health  Authority 
Board  reaffirming  support  for  fluoridation  of  municipal  water  does  not  fit  into  any  of  those 
categories,  and  therefore  Appeals  13/98  -  31/98  and  33/98  -  38/98  inclusive  are  not  appealable  to 
this  Board. 
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Decision  No. 


Subject/Decision 


Parties  Involved 


32/98  Appeal  of  an  Order  of  an   Capital  Health  Authority  and 

Executive  Officer  of  Capital  Samuel  Doz  of  Edmonton 
Health  Authority  under 
Section  72  of  the  Public 
Health  Act,  declaring  the 
housing  premise  unfit  for 
human  habitation. 

Hearing  held  July  3,  1998  PHAAB  upheld  the  Executive  Officer's  Order.    The  Order 

required  Mr.  Doz  to  rectify  deficiencies  within  30  days  from  the 
date  of  notice  of  the  Order.  Mr.  Doz  objected  to  the 
constitution  of  the  Board.  He  argued  that  four  of  the  five 
members  of  the  Board  sitting  on  this  appeal  were  members  of 
the  Board  that  heard  Mr.  Doz's  earlier  appeal.  The  Board 
considered  Mr.  Doz"s  submissions  and  those  of  the  Capital 
Health  Authority.  The  Board  was  satisfied  that  all  members 
entered  the  hearing  with  neutral  minds.  The  Chairman  noted 
that  the  Board  was  comprised  of  seven  members,  six  of  whom 
sat  on  the  first  appeal,  leaving  only  one  member  who  had  not 
sat  on  the  first  appeal.  The  quorum  of  the  Board  under  the 
Public  Health  Act  is  four.  In  those  circumstances,  and  given  the 
fact  that  all  members  of  the  Board  were  satisfied  that  they  were 
unaffected  by  the  earlier  process  and  would  bring  a  fair  mind  to 
these  proceedings,  the  Chairman  directed  that  the  appeal 
proceed. 
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OTHER  ACTIVITIES 


PHAAB  was  represented  by  one  member  at  "Shaping  the  Future:  Exploring  Roles  and 
Relationships  in  Health  Care"  at  the  Health  Care  Expo  '97'  in  Edmonton  from  October  27  -  29, 
1997.  Attendance  at  this  conference  provided  PHAAB  an  opportunity  to  remain  current  with 
perspectives  and  issues. 
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